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June 9, 1016 1518 

Sec. 14. Any person who shall violate any provision of this ordinance shall 
be guilty of a misdemeanor and upon conviction shall be punished by a fee 
of not less than $25 nor more than $200 or by imprisonment in the county jail 
for not less than 10 days nor more than 60 days or by both such fine and im- 
prisonment. 

ST. LOUIS, MO. 

Kabies — Prevention of — Muzzling of Dogs — Keeping of Vicious Dogs. (Ord. 

Nov. 29, 1915.) 

Section 1. Section 2688 of the Revised Code of St. Louis, 1912, is hereby re- 
pealed. 

Sec. 2. Umnuxsled dogs running at large; when prohibited. — Whenever the 
health commissioner shall deem it necessary on aeeount of the prevalence of 
hydrophobia or for preservation of the public health it shall be his duty to 
make an order prohibiting any dog from running at large on any street or other 
public place in this eity unless such dog is securely muzzled or led by a line so 
as effectually to prevent it from biting any person or animal, which order shall 
be published in the papers doing the city printing, and any dog found running 
at large, unmuzzled, contrary to the provisions of such order, shall be taken 
up and impounded as in section 2686 provided ; and any dog taken up and im- 
pounded for being at large in violation of such order may, if the owner satisfy 
the city marshal by his own oath or other testimony that no blame attaches 
to him for such dog being at large in violation of the provisions of such order 
of the health commissioner, be redeemed as unregistered dogs are redeemed 
from the dog pound upon the payment of the fee of the poundkeeper ami to 
the license collector of $3 for the use of the city. 

Sec. 3. Penalty. — Whenever the health commissioner shall have made an order 
that, on account of the prevalence of hydrophobia or for the preservation of 
the public health, unmuzzled dogs are prohibited from running at large any 
person who leads an unmuzzled dog by a line in such a manner as not effec- 
tually to prevent the possibility of its biting any person or animal or who allows 
any dog to run at large not muzzled in a manner so as effectually to prevent 
its biting any person or animal, shall be guilty of a misdemeanor and upon con- 
viction shall be fined not less than $5 nor more than $100. 

Sec. 4. Notice to be posted on premises where vicious dog is kept. — When 
any vicious dog or one that Iras previously bitten any person is kept upon any 
premises it shall be the duty of the keeper and of the owner of the dog to post 
a notice conspicuously visible to the public at each entrance to the said premises 
reading in large type " Bad dog here." In case a minor is the keeper or owner 
of such dog the duty of posting this notice shall devolve upon the adult person 
in whose family such minor lives. Violation hereof shall, upon conviction, sub- 
ject the offender to a fine of not less than $5 nor more than $25. 

Sec. 5. City marshal immediately to impound do& that bites any person; 
held for observation. — In case any dog bites any person the said dog shall be 
immediately impounded by the city marshal in a place convenient for and sub- 
ject to inspection by the health commissioner, and the said dog shall be kept in 
isolation in such place for a period of 11 days and shall be observed by the 
health division for indications of hydrophobia, and in ease of its developing 
hydrophobia it shall be killed by the city marshal. If at the end of 11 days' 
attention the said dog shall not have shown signs of hydrophobia and the 
health commissioner be satisfied that the said dog is healthy, he may order its 
return by the city marshal to its owner, provided there has been compliance 
with all provisions of law regarding dogs. 



